This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


1-1/2-16 UN 


Ø 4.620 


Ø 1.890 


ENGRAVE T/N, S/N, 
"MADE IN USA" 


REVISIONS 


REV DESCRIPTION 


DATE INITIAL | APPROVED 


1 [CHANGED DIM WAS 4.063 IS 4.160 FOR THREAD RELIEF 


1/4/2013 |BIM| SE 


M105 X 1.5 


.08 


X 45° 


R.O3 


D416 


oO 


SECTION A-A 


MAT'L 4140 


UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


-XXX + .005 
XX + .01 


xX £4 ANGLES +.5° 


S mod B/O| Part # | QTY Description 


Material 


B/O INFORMATION OR SPECIFICATIONS PG. 


1 |THREADED PULLER 


4140 


DA-5/8 X 2-3/4 1» [SCARE 1:2 


1. BREAK ALL SHARP EDGES .015 x 45° 
OR .015R 


2. DIMENSIONAL LIMITS APPLY AFTER 
PLATING 


DATE 


USED IN KIT RBEA62316 


RED BARN MACHINE 


FRACTIONS + 1/32 REAT 


SPEC 


6/5/2012 


DRAWN BY: GILBERT 


APPROVED D Weil 
RC 28-32 
NSH BLACK OXIDE 


USED ON MODEL 
EC135 
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